UNITED STATES DISTRICT COURT 




FOR THE DISTRICT OE DELAWARE 


THE JOHNS HOPKINS UNIVERSITY, a 
Maryland corporation, BAXTER 
HEALTHCARE CORPORATION, a Delaware 
corporation, and BECTON DICKINSON 
AND COMPANY, a New Jersey corporation, 

Plaintiffs, 


Case No. 94-105 RRM 


CELLPRO, INC., a Delaware corporation, 
Defendant. 


DECLAR ATI ON OF PR, 1EP 8. GORLIN 


DBCIARATION OP DR. JBP B . QORT.TW 


I, JED B. GORLIN, M.D., do hereby declare? 

1 . I am Acting Director of the Transfusion Service and 
Director, Clinical Cryobiology Laboratory, Divieion of Hematology 
at Children's Hospital in Boston, Massachusetts, and Instructor 
in Pediatrics at Harvard Medical School, A copy of my curriculum 
vitae is attached hereto ae Exhibit a . 

2. I am a principle investigator of a clinical protocol 
that Includes the use of the CellPro CEPRATE® eyetem. We are 
investigating the use of stem cell selection in double autologous 
peripheral blood stem cell transplants in children with high risk 
neuroblastoma and sarcomas. Currently, children with these 
conditions have a less than 20% chance of long term survival when 
treated with conventional chemotherapy. Others have demonstrated 
that relapse following autologous transplants can be contributed 
to by tumor contamination of the re infused hematopoietic stem 
cell product. He are hoping that by use of the positive 
selection column that we can achieve some degree of tumor 
purging, a concept supported by in vitro analyses. Hence, we are 
ooncemed that the current patent dispute might adversely affect 
our ability to continue this important clinical study. 

3. Onr current study in children with high risk 
nauroblaatoma and sarcoma is a feasibility Study to determine 

1 


whether use of the Cell Pro system in these patients will result 
in safe transplants and remove tumor cells in the material 
reinfused into these patients. The logical outcome of such a 
pilot study vill be to elevate the study to a randomized control 
trial f.n determine efficacy of the procedure, i.e., whether this 
is tha bast treatment: for thasa patiante or whether it is better 
then conventional treatment*. 

4. l understand that our supply of the CsllPro device may 
be limited to tha volume we ware using as of March 1997. Such a 
restriction would adversely impact our ability to advance our 
pilot study in neuroblastoma to the randomised trial, thereby 
limiting the availability of this potentially life sustaining 
technology to these desperately ill children. 

I declare under penalty of perjury that the foregoing is 
true and correct. — ^ 

Executed at Boston, Massachusetts, this JLL — day of 
April 1997. 

.pm. 

<y Jed B. Oorlia, M.D. 
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